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t was my belief that investigation into 

the action of this drug in treatment 
of the root canal might reveal a method 
of treatment which would be less toxic 
to the periapical 
tissu. and yet would 
exert a powerful 
bacteriostatic effect. 
Penicillin had been 
used for only a 
comparatively short 
time in dentistry 
and only casually in 
the treatment of 
root canals. In order 
to control and measure the effects of the 
drug as it would be used in root canal 
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7Text of table clinic presented at the 1952 
Midwinter Meeting of the Chicago Dental 
Society. 


treatment, a method of bactericidal de- 
termination was developed. 


MATERIALS AND METHODS 


The first problem was to devise a 
means of carrying a known amount of 
penicillin into the root canal. A solution 
of sodium penicillin,* which contained 
100,000 Oxford units, was made. Only 
that amount of distilled water which 
would be absorbed by two hundred paper 
points was used. Thus, each point con- 
tained 500 units of penicillin. The points 
were divided into groups of ten, placed 
in sterile glass vials and kept stored at 
5 to 10 C. 

The second problem was to devise a 
method for testing the potency of penicil- 
lin paper points and at the same time 
have a visual means of comparison. An 
agar spread plate (1.5 per cent agar, 
0.6 per cent beef extract and 1 per cent 
peptone) was spread with a standard 
laboratory strain of Staphylococcus 
aureus (No. 209).** A penicillin paper 

*Supplied by E. R. Squibb & Sons, Inc, 
New York. Lot No. 3438-1; expiration date 
November 1, 1946. 


**Supplied by American Type Culture Col- 
lection, Georgetown University, School of 


Medicine, Washington, D. C. Presented as a 
table clinic at the meeting of the American 
Association of Endodontists, Chicago, February 
14 and 15, 1946. 
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point moistened with sterile saline solu- 
tion was placed on the plate and it was 
incubated at 37.5 C. This inoculated plate, 
after forty-eight hours of incubation, 
showed no growth in the areas exposed 
to the penicillin (Fig. 1). When a hemo- 
lytic streptococcus was used, there like- 
wise was no growth or hemolysis after 
incubation for forty-eight hours. To check 
these results, controls were made. Sterile 
absorbent paper points moistened with 
saline solution or distilled water pro- 
duced no inhibition. 

To compare the zones of inhibition 
produced by other drugs used in treat- 
ment of the root canal, agar plates were 
inoculated with Staph. aureus. Paper 
points containing penicillin, beechwood 
creosote, eugenol, chloramine-T (2 
drops), beechwood creosote with iodine, 
beechwood creosote with eugenol, cresol 
and a mixture containing equal amounts 
of menthol, thymol and phenol were 
placed on the inoculated plates. These 
plates were incubated for forty-eight 
hours and the zones of inhibition were 
photographed (Fig. 2). The greatest 
zone of inhibition was obtained with a 
penicillin paper point. The other zones 
of inhibition, in order of degree, were as 
follows: phenol mixture, cresol, eugenol, 
beechwood creosote with eugenol and 
beechwood creosote with iodine. The 
smallest zone of inhibition was obtained 
with chloramine-T. This experiment also 
showed the interesting result that the 
combination of two of the drugs pro- 
duced a smaller zone of inhibition than 
did either of the drugs used singly. The 
use of beechwood creosote in combina- 
tion with iodine or eugenol resulted in a 
smaller zone of inhibition than did either 
beechwood creosote or eugenol used 
alone. 


ACTIVITY OF PENICILLIN 


Penicillin paper points were placed in 
root canals for different definite lengths 
of time and then were placed on agar 
plates and incubated at 37.5 C. to de- 
termine whether they had any inhibitory 
action on Staph. aureus. The results ob- 
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Fig. 1—Agar plate spread with Staph. 
Aureus and a Penicillin paper point. 


tained are shown in the table. The same 
tooth was used for the activity test. The 
pulp was vital and the canals were dry. 
These conditions were favorable for the 
prolonged action of penicillin. In order 
to obtain and maintain activity of peni- 
cillin paper points in root canals, the 
points were moistened with a drop or 
two of sterile saline solution. If the peni- 
cillin had lost its effectiveness in seventy- 
two hours under these conditions, it 
could not be expected to last longer in 
moist putrescent root canals (Fig. 3). 
However, a point which had been sealed 
in a moist necrotic canal for forty-eight 
hours and was tested similarly still had 
the ability to inhibit the test organism. 


Inhibitory action of penicillin against 


Staph. aureus 
Time penicillin Inhibitory action after 
remained in canals removal from canals 

10 min. Maximum 
20 min. Maximum 
30 min. Maximum 

1 hr. Maximum 

2 hr. Maximum 
24 hr. Maximum 
48 hr. Maximum 
72 hr. Moderate 
096 hr. None 

1 wk. None 


To study the possible countereffects of 
other drugs commonly used in treatment 
of the root canal, penicillin paper points 
were used in combination with beech- 
wood creosote, eugenol, chloramine-T, 
beechwood creosote with iodine, beech- 
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wood creosote with eugenol, cresol and 
phenol mixture. Five hundred units of 
penicillin per point and 2 drops of the 
other drugs were used. These points were 
placed on agar plates containing Staph. 
aureus and incubated for forty-eight 
hours. Both beechwood creosote and 
cresol with penicillin produced larger 
zones of inhibition than did beechwood 
creosote or cresol alone. Eugenol and 
chloramine-T produced marked zones of 
inhibition when used in conjunction with 
penicillin paper points. Apparently the 
drugs commonly used in treatment of the 
root canal do not inactivate the penicillin 
(Fig. 4). 

The potency of the penicillin paper 
points during prolonged storage in a re- 
frigerator was tested as follows: Each 
week a point was removed from the re- 
frigerator, placed on the surface of an 
agar plate inoculated with Staph. aureus 
and incubated at 5 to 10c. Then the zone 
of inhibition was observed. This proce- 
dure was repeated for twenty-three 


weeks. A point stored for twenty-three 
weeks was found to have the same inhibi- 
tory ability as the points tested immedi- 
ately after preparation. 


REPORTS OF CASES 


The 6 patients described in the follow- 
ing reports are a few of those that have 
been treated. These patients and others 
treated by this method are being followed 
up semiannually, both  roentgeno- 
graphically and clinically. For every 
sitting a rubber dam was utilized, and a 
surgically clean operating field was 
maintained. 

Case 1.—A white man, aged 33 years, 
required treatment of an upper right 
second bicuspid exposed by caries. The 
pulp was necrotic, and the tooth was 
tender to percussion. After the tooth was 
opened, drainage was established through 
the canal. After the usual drugs em- 
ployed in treatment of the root canal 
were used, the tooth still remained 


2—Inhibitory Effect on Staph. Aureus: 1. Control, 2. Penicillin, 3. Beechwood 


Creosote, 4. Eugenol, 5. 
8 Beechwood Creosote 


Chloramine-T., 6. Control, 7. Beechwood Creosote with Iodine, 
Eugenol, 9. Cresol and 10. Phenol Mixture. 
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tender to percussion. A dry penicillin 
Paper point was placed within the root 
canal and then moistened with sterile 
saline solution. The tooth was sealed for 
twenty-four hours. The tenderness in- 
creased. A second penicillin paper point 
was placed within the canal, and the 
tooth was sealed for forty-eight hours. 
The tenderness subsided, and negative 
cultures were obtained in two subsequent 
sittings. The bicuspid was filled with 
gutta-percha cones without further medi- 
cation. 

Case 2.—A Negro, aged 14 years, had 
a root canal filling and a granuloma at 
the apex of the distal root of the lower 
right first molar. Cresol and the phenol 
mixture were employed, but positive cul- 
tures persisted. Penicillin paper points 
were placed in the root canals for forty- 
eight hours, and a negative culture re- 


sulted. The same treatment was repeated, 
and again a negative culture was ob- 
tained. Without further medication, the 
root canals were filled with gutta-percha 
cones. 

Case 3.—A Negress, aged 38 years, 
came to the infirmary for treatment of a 
lower cuspid with a necrotic pulp. Roent- 
genologic examination revealed a granu- 
loma at the apex. The canal was moist, 
and the tooth was not tender to 
percussion. A penicillin paper point was 
placed within the canal, and a positive 
culture resulted after ninety-six hours. 
The penicillin treatment was repeated, 
and a negative culture was obtained after 
forty-eight hours. A third penicillin paper 
point was employed, and after seventy- 
two hours a negative culture resulted. 
No other medication was used, and the 

(Continued on page 25) 
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Fig. 3—Demonstrated: the effect of a Penicillin paper point on Staph Aureus after: 
1. 24 hours, 2. 48 hours, 3. 72 hours and 4. 96 hours. 
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Fig. 4—Effects of Penicillin with other Medicaments: 1. Chloramine-T, 2. Chloramine-T 
with Penicillin, 3. Eugenol and 4. Eugenol with Penicillin. : 
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EDITORIAL 


HONESTY IN DENTISTRY 


Some time ago we published an editorial concerning honesty in government, 
and the direct bearing it has on the successful management of this country. 
It was pointed out that dishonesty leads to the breakdown of our morals with 
eventual decay of the family itself. City, state and national government is in 
direct proportion to the individual as a whole. It is therefore time that the 
average dentist examine himself to see if he is helping to destroy his country 
and society by his attitude toward honesty. 

Unfortunately, the word honesty has been so wrapped up with thoughts of 
money and pecuniary gains that the true meaning has been lost. Honesty means 
fairness, justice, goodness, and is characterized by sincerity. Can we truthfully 
say that we are being honest in the practice of dentistry? 

The lowest level of dishonesty as far as we are concerned would naturally 
deal with the sloppy attitude some individuals have with decay. Caries is fre- 

- quently left remaining in prepared cavities, sometimes intentionally, and some- 
times unintentionally. There is no excuse for leaving decay in a tooth. 

Another example of dishonesty is the falsification of facts. A perfect example 
of this was seen recently when a patient having two cast partials finally sub- 
mitted to a full mouth extraction for dentures. This patient offered the partials 
as payment for the dentures because of their extreme value, for she had been 
told by the dentist making them that they were cast in platinum—tests showed 
them to be made of an inexpensive white gold. Can this be called honesty in 
dentistry? Falling in this same category would be the individual making 
exaggerated claims such as “Your new dentures will fit perfectly,” or “This 
tooth will never give you any trouble,” or “It’s a good thing you came to me 
because I’m the only dentist in this city that can save your teeth.” Silly as these. 
sentences sound, they and others just as bad are uttered daily. 

Approaching downright theft is the practice of confiscating precious metals 
from extracted teeth. Patients are aware of the fact that used gold does have 
some value and when a dentist keeps this gold without the approval of the 
patient, he is actually being dishonest. It is much better to give the old inlay, 
bridge or partial to the patient for his dresser drawer than take the chance of 
being called a thief. Almost as bad would be the dentist stressing the cost of 
gold and materials instead of the manual labor and professional acumen 
needed to fabricate some piece of work. 

All dentists should strive to improve their patient-profession relationship. 
When an individual comes to us for dentistry, they do so because they trust 
us and are confident of our ability and knowledge. When we do anything to 
break this trust and confidence, even when the patient does not know it, we 
are being dishonest. 

The golden rule applies to dentists even more than the average person, for 
we are members of the healing art. Let us “Do Dentistry Unto Others As We 
Would Wish Others to Do Unto Us.” Our criteria should be: If I were the 
patient, would I be satisfied with the patient-dentist relationship and would 
I be satisfied with the dentistry done? 

Are you honest, doctor? 


MERRY CHRISTMAS AND 
HAPPY NEW YEAR 


from all of us Opdahls (Verla, Jon, 
Keith and myself) to all of you. 

My boy called me a SQUARE the 
other day—so from one SQUARE to 
another, “Best Wishes for the Holidays, 
and the Year to come.” 

What’s a Square anyway? It must be 
something nice because Keith does say 
the nicest things, especially if he wants 
something. Just the other day we were 
objecting to his selection of a “girl 
friend.” We thought he ought to be 
more particular about the company he 
kept. “I’m sorry, Dad,” Keith replied, 
“She’s the best gal I can get with your 
car and my allowance.” See what I 
mean? 

During the Holidays you probably will 
be serving many Tom-and-Jerrys and 
other cocktails. Try this, serving liberal 
portions and I think you will feel an 
inner glow you never before experienced. 


RECIPE FOR A HAPPY NEW YEAR 


Take twelve fine, full-grown months, 
see that these are thoroughly free from 
all old memories of bitternéss, rancor, 
hate and jealousy; cleanse them com- 
pletely from every clinging spite; pick 
off all specks of pettiness and littleness; 
in short, see that these months are freed 
from all the past—have them as fresh 
and clean as when they first came from 
the great storehouse of time. Cut these 
months into thirty or thirty-one equal 
parts. Don’t attempt to make up the 
whole bunch at one time, but prepare 
one day at a time as follows: Into each 
day put twelve parts of faith, 11 of pa- 
tience, 10 of courage, 9 of work (some 
people omit this ingredient, and so spoil 
the flavor of the rest), 8 of hope, 7 of 
fidelity, 6 of liberality, 5 of kindness, 4 
of rest (leaving this out is like leaving 
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Sloppy Cepy from Oppy 


“Always take your job seriously—never yourself.” President-Elect IKE. 


out the salt), 3 of prayer, 2 of medita- 
tation, and 1 well-selected resolution. — 
Put in a teaspoonful of high spirits, a 

dash of fun, a pinch of folly, a sprinkling 
of play, a heaping cupful of good humor; 
pour in lots of love, mix with vim, and 
cook thoroughly in a fervent heat. Gar- 
nish with a few smiles, serve with quiet- 
ness, unselfishness, and cheerfulness, and 
a HAPPY NEW YEAR is a certainty. 

“Merry Christmas” echoes everywhere. 
We hear celebrations from humble Madi- 
son Street to North Shore mansions, 
where long strings of lights decorate the 
houses. This is the month we send lov- 
ing messages and gifts to our friends and 
loved ones. We think of those that are 
needy and the Christmas Spirit of Love 
and Kindness prevails. 

Calvin Coolidge once said, “Christ- 
mas is not a time or a season, but a state 
of mind—to cherish peace and good will 
—to be plenteous in mercy is to have 
the real spirit of Christmas.” These sen- 
timents I think, are best described in 
Alice Hanche Mortenson’s poem: 


READY FOR CHRISTMAS 


“Ready for Christmas,” she said with a 
sigh, 

As she gave her last touch to the gifts 
piled high, 

Then wearily sat for a moment and read 

Till soon, very soon, she was nodding her 
head. 

Then quietly spoke in a voice in her 
dream, 

“Ready for Christmas? What do you 
mean? 

Ready for Christmas when only last week 

You wouldn’t acknowledge your friend 
on the street? 

“Ready for Christmas, while holding a 
grudge? 

Perhaps you had better let God be the 
judge. 

(Continued on page 26) 
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Dinner Dance 


Lou Breese 


is our Master of Ceremonies 


Our Entertainment Committee is 
putting together a knockout show. 
Plan now to be there. 


The Dinner Dance and Floor Show of the 1953 Midwinter Meeting, 
Grand Ballroom, Conrad Hilton Hotel, Chicago, Wednesday night, 11th 
of February, $7.50. Gerson M. Gould, Chairman. 


Dress optional 


ey 


Chicago Dental Society 
30 North Michigan Ave. 
Chicago 2, Illinois 


Please reserve, in my name, 


at the 


LADIES' LUNCHEON & FASHION SHOW 
TUESDAY NOON, FEBRUARY 10, 1953 
NARCISSUS ROOM, MARSHALL FIELD & CO. 


Tickets are $4.00 each 


eee ee eee eee eee 


Chicago Dental Society 
30 North Michigan Ave. 
Chicago 2, Illinois 
Please reserve, in my name, 

places 

tables. All tables seat 10 each. 

at the 


DINNER DANCE & FLOOR SHOW 
WEDNESDAY EVENING, FEBRUARY I1, 1953 
GRAND BALLROOM, CONRAD HILTON HOTEL 


Tickets are $7.50 each. 


I have enclosed my check for $ 


Please Print your name 


ee ee oe 


“6 046009688 6 6 0°46 0644 OO RS 


Please Print your address 
City 


ee eee ee eee ee 


Dress optional 
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tables. Tables seat 4, 5 or 6 each. 
Ee ae I have enclosed my check for $............. 
Please Print your addresS 
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NEWS AND ANNOUNCEMENTS 


L & L AND ETHICS COMMITTEES 
COOPERATE AT MIDWINTER 
MEETING 


Arrangements have been completed 
whereby the Legislative and Law En- 
forcement Committee and the Ethics 
Committee jointly will occupy Private 
Dining Room No. 3 on the third floor of 
the Hilton during the Midwinter Meet- 
ing, Sunday thru Wednesday, as a means 
of providing an opportunity for dental 
society members and others to discuss in 
private instances of violations of the 
Illinois Dental Practice Act by labora- 
tories and by dentists. 

Both committees hope that having this 
room assigned for confidential discussions 
will result in securing the names of addi- 
tional laboratories operating illegally, the 
names of persons who have gone to such 
laboratories, and the names of dentists 
who have acted in an illegal or unethical 
manner in relation to such laboratories 
or patients. 

Dentists or other persons providing in- 
formation to these two committees will 
do so without their identities’ being re- 
vealed. 


COMMERCIAL EXHIBIT BIGGER 
THAN EVER IN 1953 


Our Secretary. S. R. Kleiman, in a 
recent conversation with your Editor, 
informed him that all of the exhibit 
space at the Midwinter Meeting had 
been contracted for. This is a situation 
most pleasing to Sam for he had ar- 
ranged a much larger exhibit space in 
the hotel this year and had entertained 
some misgivings early in the fall about 
being able to negotiate for the rental 
of it all. The addition to the regular ex- 
hibit space was brought about with the 
Conrad Hilton Hotel by removal of the 


Coffee Shop from the area just north 
of the regular exhibit hall lobby. This 
provided facilities for adding thirty-nine 
exhibit spaces. Layout of the new area 
has established an island of spaces in the 
central portion of the rectangular area 
with facing spaces on the perimeter all 
served by one complefe aisle. The new 
space is the most readily accessible part 
of the entire exhibit area lying, as it 
does, right at the foot of the stairs com- 
ing down from the main entrance of the 
hotel. However, like everything new, it 
remains unproven. The firms that have 
engaged this space are making a really 
sizable investment in time and money 
based on their confidence in the Mid- 
winter Meeting of the Chicago Dental 
Society to attract a large and enthusiastic 
crowd of dentists and others in the den- 
tal fields to Chicago and further, that 
these men will visit and patronize the 
Midwinter Meeting exhibits. Dr. Klei- 
man pointed out that this confidence im- 
plies a concomitant responsibility on the 
part of all of us to visit these exhibitors 
and grant them the advantage of our 
encouragement and support. 


NORTHWESTERN 
UNIVERSITY ANNOUNCES 
POSTGRADUATE COURSE 


A Postgraduate Course on Functional 
Occlusion of the Teeth will be presented 
by Northwestern University Dental 
School on April 1, 2, and 3, 1953. 

The faculty will consist of: Dr. Henry 
Beyron, Stockholm, Sweden; Dr. Gosta 
Lindblom, Stockholm, Sweden; Dr. 
Ernest Granger, Mt. Vernon, New York; 
Dr. Harry Sicher, Professor of Anatomy 
at Loyola University Dental School and 
Guest Lecturer, Graduate Faculty of 
Northwestern’ University Dental School; 

(Continued on page 28) 
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ABSTRACTS 


MUCINS AND MUCOIDS IN 
DENTAL PROBLEMS 


The saliva is relatively rich in mucins 
and mucoids, so we can consider them 
in relation to dental problems. The 
source, variation in concentration and 
the functions of the salivary mucoids, es- 
pecially their role in plaques, the muce- 
lytic enzymes and also the mucoids of 
teeth are discussed in this article. 

The mucoids are an important com- 
ponent of saliva. There are several 
physical and chemical functions sug- 
gested, the most important being the 
part the mucoids play in plaque forma- 
tion. Since the plaque and dental caries 
are closely related, caries susceptibility 
probably is related to the mucoid con- 
tent. Clinical observations show this to 
be true, but it has not been proven ex- 
perimentally. In an investigation of the 
mucoid content under controlled condi- 
tions, the presence of mucolytic organ- 
isms and caries susceptibility may show 
that relationship does exist, thereby open- 
ing up a new field of preventive dentistry. 
—‘*MUCINS AND MUCOIDS IN RE- 
LATION TO DENTAL PROBLEMS,” 
by K. W. Knox, BSc. The. Dental 
Journal of Australia, August, 1952. 

O.C.L. 


DENTISTS AND VISION 


No other profession or occupation 
exceeds the profession of dentistry in the 
demands it places on the eyes. As the 
dentist’s livelihood depends upon good 
eyes, he should be well-informed about 
his eyes and take proper care of them. 
This means sufficient rest at night, regu- 
lar examination of the eyes, wearing of 
glasses if necessary, prompt attention to 
eye symptoms, and precautions against 
injury to the eyes. Regular eye examina- 


tions should be made not only for eye . 
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correction, but also to detect other dis- 
eases of the eye. Tinted lenses, while 
important for outdoor glare, are too 
dark for indoor use. Coated lenses, which 
increase the amount of light transmitted 
and reduce reflections, are good. A 
special shape vocational trifocal lens is 
now available and can be used for chair 
work. If a dentist does not ordinarily 
wear glasses and wishes to wear them as 
a protection against flying particles, he 
can have glasses with no correction 
ground into them.—“VISION AND 
THE DENTIST,” by John P. Wend- 
land, M.D. North-West Dentistry, Oc- 
tober, 1952. O.C.L. 


DENTAL PSYCHOLOGY 


In the dental profession emphasis has 
always been placed on scientific knowl- 
edge and technical skills. Because of the 
close personal contact between dentist 
and patient, these are not enough to 
insure success. It is necessary, also, to 
have an understanding of human be- 


-havior to enable the dentist to better 


comprehend both the patient and him- 
self. A knowledge of psychology will im- 
prove his ability to influence the patient’s 
behavior, making for a more sound re- 
lationship between them. 

In pedodontia the first issue facing us 
is child behavior. It is absolutely neces- 
sary for the dentist to understand this 
behavior and decide on the best method 
of management. If the child has a fear 
of dental treatment it is necessary to 
know how to eradicate that fear. Anger 
and nervousness are other unfavorable 
behavior patterns and must be treated 
intelligently. The dentist must gain the 
child’s confidence by being confident in 
manner himself. He must be sincere, not 
telling the child it won’t hurt when he 
knows it may, but rather making the 

(Continued on page 24) 
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NEWS OF THE BRANCHES 


ENGLEWOOD 


Well, Thanksgiving Day has come and 
went, and a heck of a lot of turkeys 
(and the guys what paid for ’em) got 
it in the neck. I’m a gonna let out my 
belt and pi some type for myself—you 
girls never read it anyway, otherwise 
you would send me some items. Me, I 
spent the whole day alone with Li’l Joe, 
reading to him and playing little games 
*cuz he was sick in bed with scarlet fever. 
The Ball-and-Chain was dining at her 
ma’s, and believe me if you’ve never 
tried it, a six-year-old is a pretty tiring 
piece of machinery for a steady diet. . . . 
Today’s football broadcast mentioned 
that the season is just about done for. 
I’m happy to think that it got along as 
well as it did without the rumored pos- 
sible tragedy. I have been worried about 
unconfirmed reports to the effect that if 
the European situation grew any more 
tense, Poland might recall the Notre 
Dame team. . . . How the heck do you 
guys feel? I god a code id by dose, bud 
I cad write a pobe eddyway, see? 


— POBE — 
“BY DOSE” 
It doesn’t breathe; 
It doesn’t smell; 
It doesn’t feel 
So very well. 


I am discouraged 
With my nose: 

The only thing it 
Does is blows. 


Thanksgiving Day saw several of the 
Englewood boys on the road. Ted Lind- 
holm spent the day in Valparaiso. “Te- 
pee” Cavanaugh was in Cleveland, and 
Dangremond and family were seen 
boarding the train for Des Moines. . . . 
Ted Vermeulen is on the sick list and 
feeling mighty punkish. I saw him just 
a few nights ago and at that time he 


was hobbling about in considerable pain 
with a sciatic flare-up. Now I find that 
he is in St. Luke’s in traction, one leg 
two inches shorter than the other! This 
is one time that someone is pulling his 
leg on the square. Well, Ted, Tom 
Fleming and I can sympathize with you 
a lot better than many others, but I 
know that the whole gang wants you 
up and about right away quick. That’s 
an order! . . . My Li’l Joe has come up 
with something new. T’other day he put 
his compass, which he must have to find 
his way back from the bathroom (Fin- 
ley please note), in his pocket along 
with his pair of Black & White dogs. 
You have seen them, the ones with little 
magnets fixed to their bases. Well, the 
next time he consulted the compass, it 
made liars out of Messrs. Rand and Mc- 
Nally. These guys have been printing 
their maps upside down for jist yars 
and yars, according to Joe, ’cuz his com- 
pass insists on pointing south now, and 
all efforts on my part to re-orientate the 
blasted thing have been for naught. I 
believe that I own the only compass in 
the world that points south! Hmmmm. 
Think I'll market it. “The Compass for 
Backward People.” “Follow this com- 
pass to Sunny Florida”! Gosh, mebbe I 
got something? Now then, if Harry Ka- 
zen and Ralph “Ancient Mariner” Rud- 
der will but turn Squirt loose at their 
binnacles for a few minutes—I can 
promise them real excitement on their 
next cruises. . . . Francis E. Campbell 
recently underwent a very serious bit of 
surgery and is making a most remarkable 
recovery at his home. Mrs. C. reports 
that she is having one heck of a time 
trying to keep the old boy down... . 
Tom Starshak was on hand to help Notre 
Dame play ball, and according to the 
score, he did a good job. He spotted a 
guy selling hot coffee who looked so 
much like Vince Milas that he is check- 
ing on Vince’s movements and where- 
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abouts last Saturday. . . . What gives 
with a fellow whose initials are Malcolm 
P. Brooks? No less than three of my 
spies reported this fellow (who, natur- 
ally wishes to remain unknown), at the 
top of a twenty-foot ladder, tearing 
wires and pipes off the front of his office 
building. Got a card, buddy, got a card? 
. . . The Hon. Francis O’Grade A had 
a card from Chas. Coffey, down Florida 
way. Seems Charlie wants to be remem- 
bered to all the boys. Francis also re- 
ports that he has accepted an invite to 
clinic on root canal work at Beloit in 
the near future. He also told me that 
when he took his little gal to see Don 
Reynolds t’other day, they found Boles 
Gobby’s pride and joy there too. That 
makes six or eight Englewood Brats hav- 
ing their fangs shuffled by our Uncle 
Donny. What the heck do these kids have 
papas with D.D.S. after their names for, 
huh? . . . In response to thous- no, 
hundr- no, doze—well, a couple of re- 
quests for more of my famous poem 
about my wife’s new hair-do (see last 


issue) GO AHEAD, I’ll wait! I add: 


— POME — 


I could not believe my optics; 
Had I been crazed with wine? 
Was this quaint object now at hand 
One time the love of mine? 


Yes, I’m damglad I hanged her, 
For I was greatly bored 

By the sight of a frizzed-up coco 
That looked like a flattened gourd. 


You lucky, lucky fellows! . . . Al Fick 
reports seventeen more bricks have been 
added to his 111th Street project. . . . 
Harry Kazen’s “most exciting moment,” 
now that his tub is in moth balls, is an 
occasional Martini. Live, boy, live! . . 

J. Harold Burns surprised his wife with 
a brand new bouncing baby boy on No- 
vember 12th. My, how these fellows can 
keep secrets like that beats the heck 
out of me. When the pill-roller slapped 
Frank Thomas on the gluteus maximus 
he let out a deuce of a yell. Papa was 


surprised. but what the heck, “J. H.,” 
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I know why. You would how! too if you 
were only two minutes old and already 
owed $1,800.00 on the national debt! 
Aye, laddie, it is unco sad. . . . Marion 
Hopkins and Harry Spiro appeared on 
the same program on Nov. 19th, when 
Alpha Omega held its fourth Annual 
Clinic Day at the Congress Hotel. Marion 
spoke on acrylic jackets and inlays, and 
Harry gave his new impression technique. 
. . . Mrs. Frank Farrell admitted to 
another birthday recently, but only on 
the condition that Frank would take 
her out to dine, which he did in the 
grand manner, at the Barn. I hope 
that they had Rivers fix them his 
special hors d’oeuvres. . . . I got a card 
from Romaine J. Waska stating that he 
walked off with two ribbons at the re- 
cently held Photo Guild print compe- 
tition. Four of his prints are on exhibi- 
tion and he is so proud he can’t stand 
himself. Frankly, I can’t either! . 

And now, kiddies, now that Christmas 
will be upon us in a few days, leave me 
give you some pointers. DON’T run the 
electric train that you bought for Jun- 
ior(?) more than five or six hours your- 
self. Junior may want to play with it 
himself, you know. DON’T eat more 
than two-thirds of the candy your wife 
received. Mebbe she likes candy. DON’T 
say as you accept the sixth highball, 
“Well, Christmas comes but once a year.” 
Yeah! You’d reach for that number six 
if it was the Fourth of July or Wash- 
ington’s birthday. DON’T say the cigars 
your mother-in-law sent you are Per- 
fectos de Cabbagos. Just say they’re the 
best things you ever smoked and give 
’em to the janitor. He won’t be able 
to smoke ’em either, but he’ll burn ’em 
in the furnace and the furnace will like 
’em. Finally, DON’T tell ’em there ain’t 
no Santa Claus. We’d no more think of 
telling Joe there was no Santa on Christ- 
mas Day than we would think of telling 
a Republican that Christmas was not in- 
vented by the Republican party. .. . 
Bless you all and a MERRY CHRIST- 
MAS to you all from the Waska tribe. 
You have been wonderful to put up with 
me this year, and if you’ll have me, I’ll 
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write to you come 1953.—The Pied 
Typer of Ramblin’, Englewood’s Branch 
Despondent, (Local 602). 


NORTHWEST SIDE 


First sign of snow, Thanksgiving Day 
is over and we begin to get the feeling 
Santa is on his way down from the North 
Pole. Everyone must be making ready 
for the new year. Haven’t heard from 
anyone, not a one. It is maybe that I 
have been away. Louisville is right fine 
but I'll take Chicago. Spoke to Raymond 
Meyer, dean of the dental school, sent 
his best to Stanley Tylman and all his 
friends in Chicago. Didn’t get to see their 
school since it was closed for the holiday. 
.. » Glenn Cartwright has just returned 
from a trip to Toronto, Buffalo, and 
Pittsburgh; fraternity business; he is 
president of the Grand Chapter... . T. J. 
Sass is leaving for Jamaica for a month, 
plans on some deep sea fishing. . . . Have 
you heard about the new Quads, all girls, 
at the home of Jules Berman? Called me 
himself to be sure I'd get it straight. They 
will all grow up to be dentists sure; Jules 
can retire. . .. This is my last opportunity 
to wish each of you a Merry Christmas 
and a very Happy New Year. Want you 
to know how much I’ve enjoyed hearing 
from you and making new friends. Just 
keep me posted.—Sonny Litturi, Branch 
Correspondent. 


SOUTH SUBURBAN 


I was indeed surprised to learn that 
our president, Pippert, is being called 
back into service. It is one of those crazy 
setups where a man having served for 
20 months, instead of the 21, is being 
recalled to put in another two years. I, 
for one, am sorry to see him go, especially 
after all the work he has put in for our 
local branch in organizing all the various 
things and speakers that are the presi- 
dent’s responsibility. As of the present, 
Pippert will be leaving on or about the 

(Continued on following page) 
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ur Legislative and Law Enforce- 

ment Committee has swung into 
action and results are beginning to show. 
We have received numerous responses 
to our letter relative to the illegal labora- 
tories and some very worthwhile coop- 
eration from Chicago Dental Society 
members has resulted. Additional evi- 
dence has been secured against the indi- 
cated laboratories and we understand 
that large numbers of dentists have with- 
drawn their work from these laboratories. 

We are in need of two types of action 
from the membership: 

1. Be sure that the laboratories you 
patronize are not defendants in the suit. 
Be sure that they are not adlabs in com- 
petition with you. This is your individual 
responsibility! 

2. We are in immediate need of fur- 
ther definite evidence of work being 
done directly for the public. WILL 
YOU PLEASE GIVE US THE NAMES 
AND ADDRESSES OF PERSONS 
WHOM YOU KNOW THAT HAVE 
RECEIVED DENTAL SERVICES 
FROM LABORATORIES. If they have 
had impressions made, repairs to den- 
tures, or have had other services ren- 
dered them by laboratories, we can use 
their testimony and their evidence. 

Please contact the central office and 
give whatever information you may have. 
Your name will not be divulged. 

Our committee can succeed only in 
proportion to the assistance we receive 
from you. 


SAFETY HINT 


Drive carefully; don’t insist on your rites. 


HO-HUM 


His hosts were bored as usual 

No need to tell you why 

He was me-deep in conversation 
With no twinkle in his I— 
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first of the year. Also, about that time 
we will have returning to us Vance Phil- 
lips who will have completed his hitch of 
service. I think we ought to get to- 
gether and give our departing officer a 
rousing sendoff. . . . In the lighter side 
of the news, got word that Teeling took 
the opportunity to take time off from 
the office to personally drive his mother 
back to her home in Florida. I do believe 
that is being a very dutiful and accom- 
modating son to go to those lengths—just 
as an afterthought, I would do the same 
thing myself under the same conditions. 
... Our speaker for the January meeting 
will be Dr. Wallace Kirby on the sub- 
ject of “Dental Economics,” and the 
meeting place will be Cavallini’s in Mid- 
lothian. . . . By the time you read this, 
I hope to be down South in Florida for 
my annual vacation there. . . . To all of 
you and yours, my family and I extend 
our best wishes for a Merry Christmas 
and a Happy New Year.—H. C. Gorn- 
stein, Branch Correspondent. 


KENWOOD-HYDE PARK 
The next meeting of Kenwood will 


take place at the Sherry Hotel on Tues- 
day, January the 6th, 1953. Start the 


New Year off in proper fashion, by at- — 


tending the first meeting. . . . Of course, 
you could make a New Year’s Resolu- 
tion to attend all the meetings and din- 
ners in 1953. That would make the offi- 
cers, not to mention the dinner chair- 
man, Howard Harvey, very happy... . 
To get back to the January meeting, the 
Program and Clinic chairmen have ar- 
ranged a very fine meeting on Oral Sur- 
gery. The speaker of the evening will be 
Dr. Viggo P. Sorensen from Loyola Den- 
tal School. His subject will be “Oral Sur- 
gery Problems of the General Practi- 
tioner, Cysts, Alveolectomy, Immediate 
Dentures and Biopsy.” Dr. Sorenson will 
use slides in his presentation. . . . A table 
clinic will follow. This will be given by 
one of our own members, Dr. Ben Gans. 
The title of his clinic “Swellings of the 
Face, Differential Diagnosis and Treat- 
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ment.” . . . This will be a great night 
you can’t afford to miss. So come on out. 
. . . We have word that one of our past- 
presidents, Sig. Carlson, was in an auto 
accident and is now confined to St. Jo- 
seph’s Hospital in Elgin. We wish Sig 
a speedy recovery. . . . Rudy Grieff and 
his family drove up Rhinelander way 
over Thanksgiving. Rudy wanted to see 
how the new Chrysler would act under 
Arctic conditions. . . . Kenwood’s Trav- 
eling Representative is off again; this 
time Walt is taking Mrs. Dundon with 
him to the New York Meeting. That 
boy sure gets around. . . . Merry Christ- 
mas and a Happy New Year to all you 
fellows and your families. . . . See you 
in °53.—Harry Hartley, Branch Corre- 
spondent. 


WEST SUBURBAN 


Those of you who were present at the 
scientific meeting on Tuesday evening, 
December gth, will agree that the pres- 
entation of “Nutrition in the Geriatric 
Patient” by Maury Massler was one of 
the finest to date. The recognition of 
the problems which beset those in this 
age level and the treatment leading to 
resolution can be a great source of satis- 
faction to the practitioner. Many thanks 
to the wonderful efforts of our program 
committee. The speakers they have in- 
vited have been successful in bringing 
much interesting and provocative infor- 
mation. . . . The intervention of the 
Christmas and New Year holidays and 
the Chicago Dental Society Midwinter 
Meeting will not allow for meetings in 
January or February of 1953. In March, 
however, it is planned to bring to the 
group a speaker who will discuss “Coro- 
nary Heart Disease and Its Prophylaxis.” 
The speaker’s name and date of presen- 
tation will be published when this in- 
formation has been received by your 
correspondent. . . . The April meeting 
will be the annual clinic meeting. While 
eavesdropping, your informant was able 
to learn that the evening will be a 
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Wanted: Experienced dental assistant to work in 
Loop office. Salary commensurate with ability. No 
lab work. Telephone RAndolph 6-3697. 


Wanted: Laboratory Technician, male or female, 
in Roseland. Must be efficient for setting teeth, 
processing dentures and for carving, investing and 
casting of gold inlays. Address X-17, The Fort- 
nightly Review of the Chicago Dental Society. — 


Opportunity—For young dentist to take over an 
old time practice in Chicago. No money required. 
Address X-20, The Fortnightly Review of the 
Chicago Dental Society. 


Wanted: Dentist, Illinois license, to take over 
lucrative practice while owner is in service. Eastern 
Illinois; $36,000 gross. Town of 40,000. Two 
operating rooms; new Ritter equipment including 
motor chairs. Wall type Weber x-ray. Laboratory 
with newest equipment. Address X-23, The Fort- 
nightly Review of the Chicago Dental Society. 


Wanted: Dental assistant. Good starting salary, 
modern air-conditioned office, vicinity 63rd and 
Kedzie. Call between 12:00 and 2:00, except 
Wednesdays. HEmlock 4-4551. 


ASSOCIATIONS OR SITUATIONS WANTED 


Periodontist and Oral Pathologist: Board quali- 
fied. Six years experience in the combined special- 
ties. Chief periodontist and oral pathologist in 
government hospitals for last three years. Wishes 
association with practicing periodontist or oral 
pathologist. Will terminate service with USAF on 
March 1st. Address X-18, The Fortnightly Review 
of the Chicago Dental Society. 


1947 Northwestern graduate returning from 24 
months Air Force duty February, 1953, interested 
in Illinois association, buy practice or rent space 
good location. Address X-21, The Fortnightly Re- 
view of the Chicago Dental Society. 


MISCELLANEOUS 


Repairing, refinishing, and servicing dental equip- 
ment. We specialize in refinishing in all colors. Get 
our prices first! We guarantee two weeks delivery 
on refinishing. We go anywhere. We buy and sell 
used dental equipment. Daber Medical and Dental 
Equipment Company, 1919 W. Irving Park Rd. 
Telephone GRaceland 7-3230. After hours by 
appointment. 


HYPNOTISM INSTRUCTION: Evening and 
Wednesday afternoon classes, Under direction of 
Edwin L. Baron, Ph.B., Hypnotism Institute of 
Chicago, 64 West Randolph Street, Chicago 1, 
RAndolph 6-1497. 


A WORD TO THE WISE 
Lives of great men all remind us, 
As their pages o’er we turn, 
That we’re apt to leave behind us 

Letters that we ought to burn. 


CHICAGO Office: 
T. J. Hoehn, E. M. Breier and 
W. R. Clouston, Representatives, 
1142-44 Marshall Field Annex Bidg., 
Telephone State 2-0990 


Years 


PROFESSIONAL MEN ONLY 


An experienced service helping 
save time and money 


F.KEISTER | 
59 E. MADISON 
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STATE 2-2282 
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NEWS OF THE BRANCHES 
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memorable one. . . . As mouthpiece for 
your officers and committees, your cor- 
respondent wishes for all the members of 
the West Suburban branch, A MERRY 
CHRISTMAS AND A HAPPY NEW 
YEAR. . . !—Anthony J. Malone, 
Branch Correspondent. 


WEST SIDE 


The Thanksgiving feasts are now over 
and I am sure that we are all thankful 
for the many blessings received in the 
past year. With- the beginning of the 
Christmas Holidays, many of us will de- 
vote our time shopping for the family, 
will make trips South, mostly Florida; 
others keep on plugging along as usual. 
All in all, let’s all enjoy the Holiday 
season and make every day our best day. 
Incidentally, I am happy to report that 
Mrs. Frank Kropik is feeling better after 
her operation. . . . Louis Batler, who was 
in an automobile accident, is on the road 
to recovery. We all wish him well. . . . 
Jim Dillon spent his Thanksgiving Holi- 
day with his brother. . . . Irv. Robinson 
reports that 30 members took the Tele- 
phone Extension Course conducted by 
the University of Illinois School of Den- 
tistry. We are certainly proud of our 
ambitious and studious West Side mem- 
bers. . . . The members of the West Side 
again showed a good representation at 
the parent Society meeting downtown; 
keep up the good work. . . . We all hope 
that the fire at Cicero and Madison did 
not cause too much damage to some of 
our members located in that area... . 
Carl Madda went to Michigan City for 
Thanksgiving and from there on to 
South Bend, Indiana, to see the Notre 
Dame-Southern California game. . . 
Our pioneer hunters, Leo Cahill and 
John Reilly, traveled 100 miles out of 
town for pheasants and returned with 
an empty bag. On the other hand, Binga- 
man went out to a friend’s home on the 
outskirts of the City and got his limit 
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of pheasant and rabbit in two hours. 
The moral is: Stay in your own back 
yard. . . . Harold Gillogly had a real 
family reunion at his home for Thanks- 
giving dinner. . . . I want to thank 
George Walls and Sam Kleiman for their 
great help in writing two very good ar- 
ticles in the FortnicHtty Review for 
the West Side Branch. . . . Maurice 
Berman, our vice-chairman of the Cor- 
respondence Committee, is well again 
after a long siege of treatments at the 
Presbyterian Hospital. We are all happy 
about his recovery and wish him the 
best of health from now on... . May I 
extend to you all the best Christmas ever 
and a very happy New Year. . . . Please 
send all the news to Maurice Berman at 
55 E. Washington, FRanklin 2-3894, 
for the next two issues.—Joseph F. Porto, 
Branch Correspondent. 


ABSTRACTS 


(Continued from page 14) 


child realize he can bear the pain. It is 
important that the dentist be firm in 
voice and manner. He also must be con- 
sistent. He should exercise self-control 


at all times. A child’s appointment should 


be of short duration or he will become 
fatigued, irritable, and more conscious 
of physical discomfort. Experience has 
shown that force is sometimes necessary, 
but violence must never be used as pun- 
ishment. Never resort to bribery—chil- 
dren must learn that dentistry is a neces- 
sity of life. 

In adult practice as well, psychology 
is a great help. Learning to get along 
with people is an ability which has to be 
developed through study and practice. 
Several methods must be tried, and their 
success or failure will determine the best 
way to influence the behavior of patients 
of different types.—‘PSYCHOLOGY 
IN DENTAL PRACTICE,” by. Walter 
B. Pressley, University of Toronto. The 
Journal of the Canadian Dental Associa- 
tion, September, 1952. O.C.L. 
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THE USE OF PENICILLIN IN TREATMENT _ four to forty-eight hours. The tenderness 
OF THE ROOT CANAL subsided, and negative cultures were ob- 
(Continued from page 8) tained. No other medication was em- 
ployed, and the tooth was filled with 

tooth was filled with gutta-percha cones. gutta-percha cones. 

Case 4.—A Negro, aged 35 years, re- Case 6—A Mexican girl, aged 14 
quired treatment of an upper left second years, came to the infirmary for treat- 
molar with a necrotic pulp. The canals ment of a lower molar with a vital pulp 
were moist, and the apexes were normal — exposed by caries. Zinc oxide and eugenol 
on roentgenologic examination. Beech- were employed at the first sitting. At 
wood creosote and eugenol had been used the second and third sittings, penicillin 
for four sittings, and positive cultures paper points were placed within the 
resulted in every instance. Penicillin canals, and negative cultures were ob- 
paper points were employed during the tained after forty-eight hours. Without 


fifth sitting, and twenty-four hours later further medication, the tooth was filled 
the culture was negative. After the sec- with gutta-percha cones. 


ond negative culture was obtained, the 
tooth was filled with gutta-percha cones. 
Case 5.—A Negress, aged 15 years, had DISCUSSION 
an upper left first bicuspid with a necrotic 
pulp. The canals were moist, and the Teeth that are tender to percussion and 
tooth was tender to percussion. For four are difficult to keep sealed by other 
sittings, chloramine-T and beechwood means or drugs respond well to treatment 
creosote with iodine were used, and posi- with penicillin. Penicillin will not al- 
tive cultures resulted. The tooth remained ways sterilize root canals when other 
tender to percussion. Penicillin paper agents fail; nevertheless my results sug- 
points were inserted at the fifth and sixth gest that penicillin is effective in many 
sittings and allowed to remain for twenty- cases. Cultures of untreated necrotic 


MADE BY THE CREATORS OF ARISTALOY 
Are you fetl up with questionable filling porcelain? 


d superior Baker's sets up just as you want it—consistently. It 


=p58 expands under moisture and permanently seals mar- 

| gins if protected until set. Has less than 1 per cent 

| disintegration. Eight translucent natural tooth colors. 

Blending seldom required. 

* | The complete Combination Package includes every- 

orce alli thing you need for making permanent, esthetic por- 

a: celain fillings. Available at most better 
dental depots; or order direct on 

approval, giving the name of your 
OUR SUMMER LIQUID dealer. Passes A.D.A. Specification. 

was especially developed to 

allow perfect working time BAKER & CO., INC. 
in very hot, humid weather. 850 Passaic Avenue 

lt may be purchased sepa- East Newark, N. J. 

rately or is included in 
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pulps and of necrotic pulps persistently 
positive after other medications were 
negative after twenty-four hour contact. 
Penicillin paper points are not active 
within the root canal after seventy-two 
hours. Penicillin paper points removed 
from root canals after seventy-two hours 
when incubated with Staph. aureus 
showed no inhibitory action in every 
case. Penicillin paper points were used 
successfully for 30 other patients who 
required treatment of the root canal. 
Therefore, it is reasonable to say that 
penicillin paper points are apparently 
effective for seventy-two hours. Penicillin 
in solution is far more active than in the 
dry state. 


CONCLUSIONS 


1. Moist penicillin paper points in 
root canals are effective for seventy-two 
hours. 

2. Penicillin paper points moistened 
with sterile saline solution are far more 
active than dry points. 

3. Penicillin paper points have a 
marked bactericidal and_ bacteriostatic 
action. 

4. Paper points prepared with sodium 
penicillin and kept refrigerated retain 
their effectiveness at least twenty-three 
weeks. 

5. Other drugs used in treatment of 
the root canal, in combination with peni- 


- cillin paper points, do not inactivate the 


penicillin. A synergistic action is the 
result. 


SLOPPY COPY FROM OPPY 


(Continued from page 10) 


Why, how can the Christ-child come and 
abide 

In a heart that is selfish and filled with 
pride? 

“Ready for Christmas, when only today 

A beggar lad came and you turned him 


away 

Without even a smile to show that you 
cared? 

The little he asked—it could have been 

spared. 

“Ready for Christmas? You’ve worked, 
it is true, 

But just doing the things that you wanted 
to do. 

Ready for Christmas? Your circle’s too 
small. 


Why, you are not ready for Christmas 
at all.” 
She awoke with a start, and a cry of 


despair, 

“There’s so little time, and I’ve still to 
prepare. 

O Father, forgive me, I see what you 
mean, 


To be ready means more than a house 
swept clean. 

Yes, more than the giving of gifts and a 
tree, 

It’s the heart swept clean that HE wants 
to see, 

A heart that is free from bitterness—sin 

Ready for Christmas—and ready for 
HIM. 


THE SIGN PARTIALS in 
GOLD ALL 
T WROUGHT WIRE 
RAndo 
TOP DENTURES in 
TRUFORM ACRYLIC or 6—5069 
p VINYL RESIN 
TOP TRACER... TOP STABILIZED BASE PLATES 


FOR "TOP" DENTAL LABORATORIES 


QUALITY 


55 E. WASHINGTON 
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Room 1722-24 CHICAGO 
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This poem is a repetition from last 
year, but I looked high and low and I 
couldn’t find anything to take its place 
—yes, repetition is the only way I can 
fix anything in my nimble head. Of 
course, if you like something on the 
lighter side—Just turn to the Englewood 
column—‘“The Pied Typer Speaks.” Isn’t 
he clever? Where, oh, where does he 
get that wit—how [ could use some of 
his fine talents. 

Searching for something to really ex- 
press Christmas—I chanced upon this 
little story—I hope you like it— 


AS YE SOW— 


When the community started a cam- 
paign for a new ice arena, service clubs 
were asked to furnish canvassers. Two 
canvassers from the Lions’ Club while 
covering their territory were stopped in 
their tracks when they came to a ram- 
shackle house. They summoned up cour- 
age and walked up the front stairs. When 
they knocked on the door someone on 
the inside told them to go around to 
the back door. 

An aged old lady met them at the back 
door and ushered them in. Seeing the 
condition of the house, they hesitated 
to mention that they were collecting 
money. But the little old lady asked them 
the purpose of the visit and they couldn’t 
avoid the subject. Little did they expect 
what followed. The kindly lady asked her 


crippled sister for her purse. Out of the 
total of $7 in the purse, she gave the 
canvassers $3, two for herself and one 
for her sister. The Lions were even more 
touched when they learned that the sis- 
ters were over 80 years old and both 
living on old-age pensions. After gain- 
ing their confidence, the canvassers in- 
spected the house as inconspicuously as 
possible. The front door was stuck shut, 
windows needed glazing, sunlight was 
coming through the, roof, and the stairs 
and sidewalks needed repairing. 

While helping in one community proj- 
ect, the club had found another of a 
more pressing nature. A short consulta- 
tion with the other members brought 
immediate action. On four consecutive 
Saturdays members worked on _ the 
broken-down house. They insulated walls, 
glazed windows, built a new roof and 
stairs. Members also laid a new sidewalk 
and gave the house a general clean-up. 
The project cost the Toronto (Beaches) 
Lions club about $400. 

I just found out from Jon, my young- 
est boy, what a SQUARE is—“One not 
hep to things.” I didn’t mean that for 
you fine folks—you have been very gen- 
erous with your nice letters and have 
given me something this past year I have 
never before had. And, my boss Sulli- 
van is really a fine guy and so is every- 
one in the downtown office, Karl Rich- 
ardson, Miss Harvey, Miss Nelson, Mrs. 
Decker, etc. You ought to visit them 
sometime.—Olaf §. Opdahl. 


CALL US FIRST 
STATE 2-5393 


FOR MALPRACTICE AND LIABILITY INSURANCE 
HUNTINGTON AND HOMER, INC. 


400 W. Madison Street—{The Chicago Daily News Building) 


CHICAGO 4, ILL. 


AGENTS FOR THE DISABILITY AND HOSPITAL PLANS OF THE CHICAGO DENTAL SOCIETY 


27 


NEWS AND ANNOUNCEMENTS 


(Continued on page 13) 


Dr. Stanley Harris, Professor of Physi- 
ology, Northwestern University Dental 
School; Dr. John R. Thompson, Professor 
of Orthodontics, Northwestern Univer- 
sity Dental School. 

The course is being presented par- 
ticularly for dentists in general practice 
and attendance will be limited to seventy- 
five. The tuition fee is $100.00. 

For further information and applica- 
tion forms write to The Dean—North- 
western University Dental School, 311 
East Chicago Avenue, Chicago, Illinois. 


U. OF I. OFFERS 
POSTGRADUATE COURSE 


A postgraduate course in roentgeno- 
graphic interpretation which is designed 
for the general practitioner will be of- 
fered at the University of Illinois College 
of Dentistry on Tuesday evenings start- 
ing Jan. 6, 1953. 

The course, titled “Roentgenographic 
Interpretation in Dental Practice,” will 
be given from 7:30 to 9:30 p.m. over a 
period of six consecutive Tuesdays. It 
will be taught by Dr. W. W. Wainwright, 
professor of radiology and head of the 
department, and staff. 

Conditions commonly seen -by the 
dentist will be shown in lantern slides 
selected from the University of Illinois 
collection obtained from over 20,000 cases 


SIGNS OF THE TIMES 


Gus Solfronk, Society veep, reports 
something new in the rapidly growing 
field of communications or maybe this 
comes under the heading of dentist-pa- 
tient relationships. Seems this patient 
climbed aboard his dental chair the other 
day, took on a cargo of clamps, bands, 
rubber dams, cotton rolls and some other 
stuff Gus had around the office and, nor- 
mally, that would have been all from 
him, vocally speaking, for some time. 
Vocally, it was, but the patient was by 
no means incommunicado. First thing 
Gus knew here was a large printed notice 
flaunted in his face: 

CAUTION!! 

Proceed carefully 

Large cavity ahead!! 

Shortly thereafter came another: 

YIPE!! Egads, Doc, not so 
deep with that drill!! 
We’re not trying to reach 
OIL you know!!! 

Gus had just had time to digest what- 
ever benefit he was getting from this pre- 
fabricated kibitzing when up popped: 

OUCH! 

You’re killing me, Doc!! 
and this was topped off with 

BOING! 

Hey! You got your finger 

in my eye! 

That was all. Maybe that was enough. 
I guess it was a lot of fun for the patient 
and I guess Gus enjoyed it too. Anyhow 
he enjoyed showing it to the boys at 
the Central Office last week. 
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LOYOLA CLASS OF °28 
DINNER DANCE 


The Class of ’28 of the Loyola Uni- 
versity School of Dentistry will hold 
their dinner-dance on Tuesday, February 
10, 1953, at the Blackstone Hotel—cock- 
tails at 6:30 p.m., dress informal. Mail 
reservations to Dr. Max S. Ungar, Sec- 
retary, 2750 W. North Avenue, Chicago 
47; Illinois —Orville C. Larsen, Chair- 


man. 


KENWOOD-HYDE PARK BRANCH 
JANUARY MEETING 


The next monthly meeting of the Ken- 


wood-Hyde Park Branch of the Chicago 


Dental Society will be held on January 6 
at the Sherry Hotel. Dr. Viggo B. Soren- 
sen will talk on “Oral Surgery Problems 
of the General Practitioner; Cysts, Al- 
veolectomy, Immediate Dentures and 
Biopsy.” Dr. Sorensen will illustrate his 
presentation with slides. A table clinic 
by Dr. Ben Gans on “Swellings of the 
Face” will follow. 


ENGLEWOOD BRANCH 
JANUARY MEETING 


The Englewood Branch of the Chicago 
Dental Society will hold its January 
meeting on the 13th at Nielsen’s Restau- 
rant. The essayist will be Dr. Carl Gieler; 
his topic, “The Solution to Some of the 
Common Problems in Full Denture Con- 
struction. 


A SHORT MEMO: TO G. I. JOE 
LET US KNOW WHEN YOU GO 


Please notify the central office of the 
Society when you are ordered to active 
duty in the armed services. This will 
make it possible to maintain your mem- 
bership records and other data in the 
proper order. When you reach some- 
thing like a permanent duty station in- 
form the office of your complete mailing 
address and your journals and_ the 
ForTNIGHTLY Review will follow you. 
While both the Chicago Dental Society 
and the Illinois State Dental Socicty 
waive the dues of members in the serv- 
ices you should maintain payment of 
your A. D. A. dues via the local society 
office so that your continuity of member- 
ship is unbroken. This continuity will be 
important in later years when you apply 
for retired or life membership. 

A recent ruling of the Board of Di- 
rectors stipulates that a dentist returning 
from active duty need not pay Chicago 
Dental Society dues for the year in which 
he returns. His next dues are payable 
at the beginning of the following calen- 
dar year. 


APPLICANTS 
(Continued from page 19) 


Lince, Ernest F., Jr. (Loyola 1952) North 
Suburban, 7 W. Campbell, Arlington 
Heights. Endorsed by Walter A. Buchmann 
and Richard F. Handschu. 

Sous, Josepu F. (N.U.D.S. 1947) Engle- 
wood, 5237 W. 95th St., Oak Lawn. En- 
dorsed by Frederick F. Dainko and Paul 


FREE CREDIT REPORTS 


To keep your losses low 


THE DOCTORS’ SERVICE BUREAU 


Owned and Operated by Members of the 
Chicago Dental and Medical Societies 


D. Dinga. 


offers — 


o FREE LETTERS TO DELINQUENTS 


To collect slow accounts af no charge 


é A COLLECTION SERVICE 


At less than 25% on average 


THE DOCTORS' SERVICE BUREAU © CEntral 6-6446 © 201 North Wells St. 
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